& 
‘< 


WHERE MODERN COMFORTS 
AND MODEST 'RE TS 
MUST MARCH HAND-IN-HAN 


apartments and housing projects of gigantic size . . . 
has become a serious problem!! For, today’s 
standards of living have been raised to such a 
degree that “top” comforts and conven- 
iences are-demanded even when rents m 
be-Kept at reasonable levels. 


Better ventilation and light; extra closet space; 
hide-a-way beds for overnight guests; streamlined 
kitchens; better laundry facilities; adequate elec- 
tric outlets and telephone runways . . . all such 
comforts and conveniences are practicall ———— | 
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BUT the most important contribution to health and comfort is 
a never failing supply of heat and plenty of hot water for kitchen, 
bath and laundry, for which fuel must be bought every year, It is 
such every year expenses that determine the return on the investment. 
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ANOTHER IMPORTANT 
HOUSING PROJECT CHOOSES 
KEWANEE STEEL BOILERS 


Pictured at the left is one of the eleven separate boiler rooms 

in San Francisco’s Park-Merced Apartments. Each boiler room 
contains a battery of 3 Kewanee Type “C” Boilers. Each boiler 
is rated to produce approximately 2,500,000 Btu hourly 

...a total of 7,500,000 per hour for each boiler room. That 
makes a grand total of more than 80 million Bru every hour 

for the 33 Kewanees installed in this project. 


All boilers are equipped with combination oil and gas burners 
to provide a stand-by service in case the normal supply of the 
primary fuel is not available. 


The administration and maintenance building and the large 
shopping center, which are part of the project, are also 
' Kewanee heated. 


The PARK-MERCED Apartments 
San Francisco 
THOMSEN and WILSON, Architects 
THOMAS B. HUNTER, Consulting Engineer 
SCOTT-HASTORF-NETTLES, Inc. 
Heating Contractor 
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Equipment Engineer 
St. Louis Public Service 
39th & Park Avenue 
St. Louis, Missouri 


KEWANEE B@ILER CORPORATION 


KEWANEE, ILLINOIS RETURN POSTAGE GUARANTEED 
Division of American Raviator & Standard Sanitany corroration 


_ For Complete Facts about Kewanee Products 
consult Sweet’s Architectural Catalog, or 
Domestic Engineering Catalog Directory . . 

_ phone our nearest branch office . . . or write 
the Home Offic in Rovene 3 Hilts 
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